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Hy Cy Hickok, Esqi, dX 
Acting Supt., Us S. Mint, 
Philadelphia, 
Dear Sir? 
We are at this moment in receipt of yours of this 
date, enclosing letter from Mr. Fox dated Aug. 9th. 

‘In reply to your letter I would Se%,s that we have received 
no request from wile Sellers & Co., to have the Mint shut down?* 
We would advise you Pr notify them ag to what time between Satur= 
day and Monday you usually shut goaae so that they can put thei 
work in place during that times — ; 

Enclosed please find a letter in answer to that from 
Mr. Fox, and also copy of correspondence between ourselves and 
William Sellers & Cow, which please forward immediately % 

Very respectfully, 
Zreigee) Fhe $0 
—FT~— 
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Wilson Brothers & Co. 

Civil Engineers and Architects 
Philadelphia, Pa. 

August 11, 1887 


H.C. Hickok, Esq., 
Acting Supt., U.S. Mint, 
Philadelphia. 


Dear Sir: 


We are at this moment in receipt of yours of this date, enclosing letter from Mr. Fox 
dated Aug. 9th. 


In reply to your letter I would say, that we have received no request from William Sellers 
& Co., to have the Mint shut down. We would advise you to notify them as to what time between 
Saturday and Monday you usually shut down, so that they can put their work in place during that 
time. 

Enclosed please find a letter in answer to that from Mr. Fox, and also copy of 
correspondence between ourselves and William Sellers & Co., which please forward 


immediately. 


Very respectfully, 
Wilson Bro. & Co. 


Enclosure. 
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